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AGRICULTURE DEPARTMENT 


The 26th August, 1977 


No. 4719- Agr. I(5) -77/14271.- In supersession of Haryana Government, Agriculture Department 
notification No. 2228-Agr.I( 5)-76/7961, dated 6th April, 1976 , and in exercise of the powers conferred 
by sub -section (1) of Section 3 of the Punjab Sugarcane (Regulation of Purchase and Supply ) Act, 
1953 , the Governor of Haryana hereby establishes and constitutes the Sugarcane Control Board for 
the State of Haryana consisiing of the following members :-- 


Ex -officio Members 


1. Minister for Agriculture , Haryana . 


Chairman 


2. Minister for Cooperation , Haryana . 


Member 


3. Minister for Finance , Haryana . 


Do 


Do 


4. Secretary to Government, Haryana , Agriculture 

Department. 


Do 


5. Secretary to Government, Haryarya , Finance 

Department. 


Do 


6. Registrar, Co -operative Societies, Haryana . 
7. Director of Food and Supplies, Haryana . 


Do 


8. Cane Commissioner , Haryana . 


Member - Secretary 


Non -Official 


Members 


Wom 


Member 


1. Shri Nihal Singh , son of Shri Raj Mal, 

village Bandoheri, P. 0. Mudhal , 
Tehsil Hansi, District Hissar . 


Do 


2. Shri Dharam Pal, Director, Sugar Mill, 

Rohtak . 


3. Shri Om Parkash Rana , M.L.A. Rohat. 


Do 


Advocate , 


Do 


4. Shri Mohinder Singh Lather , 

Karnal, 


Do 


5. Chairman , Sugar Mill , Sonepat. 
6. Shri Surinder Singh , M.L.A., Shahabad . 
7. Shri Jagdish Kumar, M.L.A., Darbakalan . 


Do 


Do 


G. L. BAILUR , 


Commissioner & Secy. 


COOPERATION DEPARTMENT 

The 29th August , 1977 


N. 5333.C.1-71120331. -siv ; h i sidh Pa‘kuih Kushik , Sukh Vir Singh and Surjit Singh , 
Assistant Registrars, Co -operative Societies, of the Cypation Department, who appeared in the D -part 
mgatal Examiation in Acolats held in the nih of Jii :, 1971, havo qualified in the said examination . 

G. L. BAILUR , 

Oommissioner & Secy . 
IRRIGATION AND POWER DEPARTMENT 

The 29th July , 1977 
No. 4923-2PWII- 77 /24620. - In exercise of the power conferred by Rule 133 of the Indian 
Electricity Rules, 1956 , and other powers enabling him in this behalf , the Governor of Haryana hereby 
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makes the following amendment in the Punjab Government order No. 133-4EL-62/ 22977 , dated the 17th 
September , 1962 , namely 


AMENDMENT 


I. In the said order , for clause 2 , the following clause shall be substituted , namely : 


Constitution of the Licensing Board : 

1. Technical Member , Haryana State Electricity Board (Chairman ). 
2. The Principal, Regional Engincering College, Kurukshetra (Member ). 
3. The Director, Technical Education , Haryana. 
4. The Chief Electrical Inspector, Haryana (Member - Secretary). 
5. Shri Tek Ram , M.L.A., V. & P.O. Mundal Khurd , tehsil Bawani Khera (Bhiwani). 
6. Shri Sant Kumar , M.L.A., V. & P.O. Hamayupur , tehsil & district Rohtak . 


FUNCTIONS : 


1. To grant licenses to the electrical contractors and certificatcs of competency to the 

electrical supervisors and permits to the wiremen . 
2. To conduct examination grant licenses and permits mentioned in sub -clause (1). 
3. To deal with applications and testimonials found to be ip.correct and to take such 

action in each cases may be deemed fit and to deal with all matters in connection 

with the Electrical Contractors, Licenses and Supervisors and Wiremen s Examination . 
4. To enquire into allegations of incompetence, negligence and breach of the provisions 

of rule 45 of the Indian Electricity Rules, 1956 and conditions of the Licenses, 
Certificates and permits as the case may be or of malpractice on the part of the 

wiring contractor and to take such action as might be deemed proper, 
5. To do such other work as the State Government may from time to time, direct in 

connection with the enforcement of the Indian Electricity Rules , 1956 . 
6. To maintain a register of the electrical contractors , the electrical super visors and 

wiremen holding licenses, certificates and permits respectively . 


JI. In the said order , in clause (10 ) after sub -clause ( ii) following sub - clause (iii) shall be 
added , namely : 

should have 5 years experience including period spent in the Technical Education approved 

by the Board . 


III . Fur Clause 23 , the following clause shall be substituted , namely : 


There shall bc two classes of electrical contractors known as " A " 

Contractors and B Class Electrical Contractors . 


Class 


Electrical 


Contractors holding A Class license shall be entitled to carry out the clectrical installation 

of low tension , medium pressure up to 650 Vts . throughout the State of Haryana , 
they shall also be entitled to carry out worki of more than 650 Vis , if so authorised 

by granting special license under Clause 25. 
Contractors holding B Class license shall be entitled to carty out only low tension electrical 

installation work which shall be in conformity with the provisions of the I.E. Act, 

1910 and Indian Electricity Rules, 1956 . 
IV . For clause 25, the following clause shall be substituted , namely : 
Grant of Electrical Contractor s License :-(a ) An A class Electrical Contractor License sball 

be granted only to a company, firin , person who has in his possession testing instru 
ments to the satisfaction of the Bard and either himself holds a certificate of 
competency and personally executes or super vises all the work undertaken by him or has 
ip his employ a supervisor under whose direct supervision all work under 
taken by him is carried out, 
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-(aa ) A special license for carrying out works more than 650 Volts will be granted to A Class 

Electrical contractors who satisfy the Board that they hold certificate of Competency 
on high voltage work , have worked as Electrical supervisor and can handle the afore 
said works, 


CONDITION (I)-- 


This licencc authorised the Electrical Contractors whom it is granted to carry out the 

electrical installation work of low tension medium pressure work up 650 volts only 
throughout the Haryana State . 


V. For Clause 32 , the following clause shall be substituted , namely : 


Clause 32 Exemption from A . 
Class Wiremen Examination . 


Candidates possessing any of the following qualifications may be exempted from appearing in 

the A class Wircman Examination , 


(1) Those who have passed the supervisors competency Examination or are exempted from 

appearing in the same, or 
(ii) Those who have passed any examination of any institute recognised by the Board 

for the purpose from time to time and have practical training under A Class Electri 
cal Contractor or Electricity Branch of the P.W.D., or under the H.S.E.B., for such 
a period as approved by the Board for different categories of examination shall be 
exempted from appearing in the Practical test prescribed in Clause 48. They shall 

however have to appear in oral test . 
( iii ) Those who possess national apprenticeship certificate under Apprenticeship Act, 1961, 

in the trade of Wireman , Lineman and Electrician but shall appear in the oral 
test . 


Note :-- Deaf and dumb candidates shall be exempted from oral examination provided 

they possess four years experience in the electrical wiring and other installation 
work under A Class licensed contractor or Electricity Branch of the P.W.D., or 
under H.S.E.B. 


reg . Clause 


Note : -Amendments at Serial No. III 

23 and Serial No. IV reg. 
Clause 25 condition No. I shall come into force after six months . from the date 
of notification . 


The 2nd August , 1977 


No. 7711-2PWII- 77 /26006. - In supersession of Haryana Government notification No. 2902 
2PWII-77/10962 , dated 6th April , 1977 and in cxercise of the powers conferred by section 16 of the 
Electricity (Supply) Act, 1948 (Central Act 54 of 1948 ) read with rule 10 of the Punjab State 
Electricity Board Rules, 1959 , The Guvern r of Haryana , hereby constitutes, with immediate effect, 
the Haryana State Electricity Consultative Council for a period of two years, consisting of the members 
of the Haryana State Electricity Board and the other persons mentioned below : 


1. Local Gvernment 


Shri Vaid Ram Dayal, Ex - President, Municipal 

Committee , Mandi Dabwali . 


2. Transport 


State Transport Controller, Haryana . 


3. Village Industries 


Shri 


Mehar Singh 
Kharhar , 

Tehsil 
Rohtak . 


Rathi, MLA , 

Bahadurgarh 


Village 
District 


4. State owned and aided 

Industries. 


Director of Industries , Haryana . 


Shri Mohinder Singh , UDC , C /o SDO , HSEB , 

Narnaul, Hissar. 


5. Labour employed in the 

Electricity Supply Industry 
6. Agriculture and Tubewells 

( Whers , 


(i) Shri Ram Pal Singh MLA , V & PO 

Uplana , Tehsil and District Karnal. 
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(i ) Shri Bhagwal, MLA , V & PO Marwa 

Kalan , Tehsil Jagadhri, District 
Ambala . 


( iii ) Shri 


Hukam Singh , MLA , Ward 
N ) . 1 , House No. 385 , Pana 
Ladhan , Charkhi Dadri, District 
Bhiwani . 


( iv) Shri Jai Pal Singh , Village Macchari, 

District - Sonepat. 


Farmers 


(v ) Shri Balbir Singh , Member , 

Forum , Fatehabad , Hissar. 


Yamuna 


Gas, 


Asaf 


7. General Consumers of 

Electricity . 


Shri Ram Sardana 

Ali Road , Delhi. 


2. The Chairman of the Haryana State Electricity Board shall be ex-officio Chairman of 
the State Electricity Consultative Council. 


3. The State Electricity Consultative Council shall meet at least once in every three 
months, 


4. The functions of the State Electricity Consultative Council shall be as follows : 


(i) to advise the Board on major questions of policy and major schemes. 
(ii) to review the progress and the work of the Board from time to time. 
(iii) to consider such other matters as the Board may place before it ; and 
( iv ) to consider such matters as the State Government may by rule prescribe . 


P. P. CAPRIHAN , 


Financial Commissioner and Secy . 


PUBLIC WORKS 


DEPARTMENT 


BUILDINGS AND ROADS 


The 11th August , 1977 


No. 8047-P.W . III(2 )-77 /25441. - On the successful completion of probation period by 
Shri Kuldip Singh Mehra , Assistant Engineer (Muchanical), Public Works D -pırtment, Buildings and 
Roads Branch , the Governor of Haryana is pleased to declare his probation period satisfactory . 


SUKHDEV PARSAD , 


Secy. 


1. ] 


Circle Ambala 


The 16th August, 1977 


No. S. E./PWD/B&R/Ambala/540 . - Where is th : Governor of Haryana is pleased that land 
specified below is needed by th : Government, at public expens:, for a public purpose, namely, 
Constructing link road from Pinjore Nalagarh to Kanna ( Tehsil Kulka , District Ambala ), it is 
hereby declared that the land described in the specification below is requires for the aforesaid purpose . 


This declaration is made under the provision of section 6 of the Land Acquisition Act, 1894 , to 
all whom it may concern under the provision of Section 7 of the said Act, the Land Acquisition Collector, 
Public Works Department, Buildings and Roads Branch , Ambala Cantt. hereby directed to take orders 
for the acquisition of the said land , 


Plans of the land may be inspected in the offices of the Land Acquisition Collector , Haryana , Public 
Works Department, Buildings and Roads Branch , Ambala Cantt. and the Executive Engineer, Chandigarh 
Construction Division , Chandigarh . 


